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a thin pulp of cellulose or fibrous asbestos with water. F is the
filtering apparatus proper and the purified water runs off into R.
F is built like a filter press and contains a number of chambers, the
walls being formed by metallic sieves.

At first the thin pulp or paste is passed (from M) into the filter

FIG. 202.   BLAISDELL FILTER.

FIG. 203.   KELLY FILTER.

F, where it is uniformly divided. The arrangement is somewhat
similar to the three-chamber press mentioned above. The water
from H is then allowed to run through this filtering mass and flows